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ApoRTIONIST, criminal, 128 
Abscesses, acute sub-periostic, 157 ; mam- 
ary, 158 
Aconite, case of poisoning by, 285, 289, 
307; liniment, 348 
Advertisements, medical, 528 
y, on the treatment of the, 464 
Albany, N. Y., Medical College, 84 
Alcoholic liquors in the ice of medi- 
cine, 29, 169, 218, 281, 316, 330, 
360, 420, 461, 462, 519° 
- Alden, Dr. J. P.. Cholera and its treat- 
ment, 521 
Allen, Dr. David. Case of — 
fractures of the leg, 73 
Allen, Dr. N. Diseases and of 
the foreign ewe of Lowell, 369 
Allen’s (Prof. J. A.) address on medical 
platforms, 24, 326 
American Association for the Advancement 
of Science, meeting of the, 304 
American Medical Association, annual 
meeting, 266, 307; 3 officers, 324; pro- 
444; 


American Pharmaceutical Association, 504 
American physician, honors to an, 387 
Anesthetic agents, the discoverers of, 306 
Anatomy, comparative, 219 ; living, the 
study of, 61 
Anatomy, facilities for the study of, 43 
Aphonia, arising from organic lesions, 409 
Apoplexy, case of, 329; Dr. Cartwright’s 
treatment of, 40 
Art, artists, and the public weal, 266 
_ Asthma, spasmodic, plaster of Paris in, 33 
| Auscultation, practice of, 525 
_ Australia, climate of, 108 
Anwopey, death by poisoning, during an, 


Baltimore, Md., Board of Health, 25 
Barrows, Dr. A. W. Biographical sketch 
of Dr. Archibald Welch, 189 
Bayonet, severe wound by a, 505 
evil effects of shaving the, 9; cus- 
tom of not shaving, 166 


Bigelow, Prof. Jacob. Remarks on the 

death of Dr. George C. Shattuck, 184 
, removal of foreign bodies from 

the, 182 

Blatchford, Dr. T. W. Cases of hydro- 
phobia, 509 

Bleeding, by a barber, 346 

Blister and Critic, the, 188 

Blood, circulation of the, 30, 149, 172, 199 | 

Bloodletting, Dr. 8. Jackson on, 64 

Bonesetting, hereditary skill in, 12, 77 

Booth, Prof. James C. Analysis of Church 
Hill alum water, 222 

Boston, bill of mortality for 1853, 87; 
bronze medal presented to a physician 
of, 26; city physician of, 327; female 
medical lege, graduates at the, 148 ;' 
Lunatic 466 ; Lying-in Hos- 
pital, 324; report of deaths i in, weekly ; 
Society of Natural History, 327; table | 
of deaths in the year 1853, 168; vital 
statistics of, 26 ; es new he 
in, 366; public library in, 188 ; Society 
for Medical Improvement, 208 

Bowels, operation for obstruction of, 158 

Brandy, treatment of typhus by lurge do- 


Brooks, Dr. John G. Smallpox at Bel-- 
fast, Me., 91 

Bullock’s blood, extract of, 208 

Burial of the dead, 203; in cities, 126 

Burning fluids, use of, 245 

Butler’s (Dr. 8. W.) address, 84 

Buzzell, Dr. James M. O ‘of li- 
thotomy, 423; do. for scirrhus of the: 
breast, 178; for vaginal adhesion, 402 


effects of respiration on, and 
causes of, 320, 362, 377, 399 


Beardsley, Dr. A., on puerperal convul- 
371 

uction and management of, 15 
Bell, ec. Remarks on hydrophobia, 

ses of, 88 

Breast, tumors of the, 443 
Brewer’s yeast in puerperal fever, 94 
Brewster, Dr. A. G., death of, 348 ; 
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Cancer, its treatment, 439 ; operations, 178 

Carbonic acid, in the lungs and other parts 
of the body, 249 

Carnochan (Dr.), on exsection of the ul- 
na, 427 

Carpenter, Dr. B. Self-limited diseases, 
229, 253 

Cartwright’s (Dr. Samuel A.) Lecture, 
385; treatment of apoplexy, 40 

Castle, Dr. A. C. On craniotomy, 72; 
hemorrhage after extraction of a tooth, 
214; pathological remarks on hydropho- 
bia, 331, 356 , 

Castor oil, adulteration of, 506 

Catamenia, early appearance of the, 28 

Chandler, Dr. J. L., on the circulation of 
the blood, 149, 172 

ing, Dr. W. Remarks on hydro- 

phobia, 10 

Chemistry, hand book of, 364 

Chemists and: Druggists, British Associa- 
tion of, 68 

Children, clothing of, 128; mercury in 
diseases of, 48 

Chloroform, death from inhaling, 27, 346, 
446; ointment, in rigidity of the os ute- 
ri, 455; in tetanus, 134 

Cholera, Asiatic, approach of, 364; anti- 
cipated spread of, 425; in Boston, 426; 
‘in Edinburgh, 408; in England, 308; 
in Indiana, 244; in London, 508, 521; 
in Paris, 154, 368; in Providence, R. I., 
366; death of physicians by, 526; po- 
pular treatment of, 496; premium for 
the cure of, 263; prescription for, 525 ; 
preventives and treatment of, 427, 466; 
quack remedies for, 443; remarks on, 
32; report of the consulting physicians 
of Boston, 506 ; spread of, 405 

Church’ Hill (Va.), alum water, analysis 
of the, 222 

Cincinnati (O.) Commercial Hospital, 488 

Cloves, death by eating, 267 

Cod-liver oil, 444 . 

Coffee, chemico-physiological effects of, 50; 
new substitute for, 506 

Colloid of the rectum, case of, 480 

Comstock, Dr. Jos. Study of living ana- 
tomy, and reply to Dr: King, 61 

Connecticut, registration report of, 446 

Constipation, habitual, treatment of, 111 

Consultations, 318 

Consumption, pulmonary, cod-liver oil in, 
364; in Roxbury (Mass.), statistics of, 
489, 615; remarks on inhalation in, 31; 
treatment of, 44, 65, 392, 518; discussion 
on by the Suffolk (Mass.) District Me- 
dical Society, 383; Dr. Thompson on, 
404; Dr. Bennett on, 524 

Consumptives, hospital for in England, 65 

Convulsions, puerperal, 283 

Correspondence, foreign, 154, 182, 220, 
249, 320, 362, 377, 399 


Cornell, Dr. W.M. On comparative ana- 
tomy and physiology, 219; on inhala- 
tion and other treatment in phthisis, 
392; remarks on tetanus, 235; self-li- 
mited diseases, 280 

Cotting, Dr. B. E. Statistics of consump- 
tion in Roxbury, 489, 515 

Coxe, Dr. Edward J. Refharks on inha- 
lation in consumption, 31 

Cow, wound by the goring of a, 326 | 

Craniotomy, twice performed on an adult, 
72 

Crime, its cause and cure, 45 

Crosby, Dr. A. B. Case of diabetes mel- 
litus, 109 

Croup, tracheotomy in cases of, 26; treat- 
ment of, 144 

Cummings, Dr. A. I., on the use of se- 
cale cornutum in hemorrhage, 100 


Daggett, Dr. Er A. Case of twins, 162 

Deaf and dumb in New York, 67 | 

Deane, Dr. James. Fractures of the fe- 
mur, 57, 96, 113, 141 

Deaths, returns of tH® causes of, 125 ; most 
frequent hours of, 408 

Delirium tremens, treatment of without 
the use of stimulants, 449 — 

Dental education, 380 

Dentists, a good patron to the, 348 

Dentistry, sponge gold in, 429 

Diabetes mellitus, case of, 109; synopsis 
of a case, 34 

Disappointment and grief, physif@™® effect 
of, 265 

Diseases, contagious and epidemic, causes 
of, 287; self-limited, 229, 253, 280; an 
examination of the doctrine of, 359, 398, 
418, 457, 497; contagious, hospital for 
in Boston, 307 

Dissections, anatomical, importance of, 
601 

Doctors, at the West, 353; hints for 
young, 89 

Dogs, destruction of in Boston, 245 

Drainage in towns and cities, 464 

Drugs, adulteration of, 428 

Dysentery in India, 108 


Eclampsia, statistics of, 155 

Egyptian relics, Dr. Abbott’s collection of, 
245 

Electro-magnetism, 404 

Elisworth’s (Dr. P. W.) Address, 365 

Encephalic disease, 98 

Entozoa, specimen of, 62 

Ethics, medical, 164 

Europe, professional letters from, 64 

Exostosis, 26 


Feces, retained, case of, 277 
Fees, medical, lawsuits for the collection 
of, 146 
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Fever, yellow, of British Guiana, 63; pu- 
brewer's yeast in, 94; typhoid, 

case of, 58; typhus, Dr. Todd’s treat- 
ment of by ‘large doses of brandy, 88 

Fishes, artificial breeding of, at Paris, 328 

Flint’s (Dr. Austin) Report on Dygente- 

85 

Fotas, secondary, case of, 122 

Food and drugs, 384 

Forceps, new cranial, 45 

Fossil impressions, 344 . 

Fractures, compound, of the leg, case of, 73 

Fractures of the femur, 57, 96, 113, 141 

Fuller, Dr. A. P. Medicinal use of alco- 
hol, 281, 461 


Georgia Medical Society, transactions, 24 

Gilman, Dr. N. Alcoholic liquors in the 
practice of medicine, 29, 169, 238 ; rat- 
tlesnakes and delirium tremens, 420 

Gleet, treatment of, 346 

Glucosis, its treatment, 269 

Graduates, at the Boston Female Medical 
College, 148; at the Medical School of 
Harvard University, 146, 527; of Medi- 
cal Schools, 242 

Graham, Dr. H. Doctors at the West, 
352; graduates of Medical Schools—im- 
postors, 242 

Griffin, Dr. E. L. Case of rupture of the 
heart, 161 

Griswold, Dr. C.D. Case of apoplexy, 


329; hints for young doctors, 89; on. 


spirit rapping and the philosophers, 395 


Hemorrhage, after extracting tooth, 165, 
205, 214, 279; from the navel of new- 
born children, 208; ergot in, 100 

Hahnemann Hospital, 528 

Hair, medicating the, 225 

Hall, Dr. A. B. Foreign correspo 
154, 182, 220, 249, 320, 362, 377, 399 

Hall, Dr. A. C., on injections of alum in 
uterine hemorrhage, 403 

Hall, Dr. G. W., on alcohol in medical 
practice, 218; reply to Dr. Fuller, 360; 
reply to Dr. Gilman, 519 

Hartford (Ce) Retreat for the Insane, 465 

Haskell, Benj., on the vital endow- 
ments of the nerves, 309, 474 

Health, of cities, 247; means of preserv- 
ing, 343 

Heart, affections of, 21, 224; functional 
derangement of, 448; rupture of the, 
161 

Hip-joint disease, on the treatment of, 75 

Hitchcock, Dr. Alfred. Paracentesis tho- 
racis performed four times on one per- 
son, 69, 361 

Homans, Dr. Charles D. Case of hydro- 

phobia, 116 

Homeopathic interference with regular 

physicians, 136 


Lunatic Asylums, in England, 227; 


Homeeopathy, Drs. Simpson and Hender- 
son on, 84, 186; in New York, 288 

Hospital, new, in Boston, 366; im New 
York, 324 

Hoyt, Dr. M. GC. Memoir of Dr. Joseph 
Nichols, 98 

Hydrocele, radical treatment of, 87 . 

Hydrocephalus, remarks on, 459 

Hydro-electric voltaic chains, 144 


Hydrophobia, in Buffalo, 247; in Cinein- © 


nati, 447 ; cases of, 115, 227, 246, 509; 

pathological remarks on, 10, 17, 331, 

336, 356; treatment of, 390, 500 
Hydrophobic symptoms, ‘singular case of, 


Indiana Medical Journal, 505 
Infancy and childhood, diseases of, 224 
Insane, construction of hospitals for the, 


125 ; indigent, appropriation of public — 


lands for the, 284; policy of the State 

towards the, 263 
Insurance, life, extraordinary fraud, 324 
Invalids’ Hotel, 204 


Jewett, Dr. J.P. Synopsis of a case of 
diabetes mellitus, 34 
Kentucky, annual registration report, 166 - 


King, Dr. A. P. Consultations, 318 
King, Dr. Dan, Hereditary skill in bone- 


setting, 12; treatment of hydro ia, 
390; medical science and na bone- 
setting, 77 

Labor, cases 


of, 258 
La Roche’s (Dr. R.) Treatise on Pneumo- 
nia, 104 
Larynx, cauterization of the, 163; medi- 
cation of the, 243 
Leeches, raising them in France, 219 
Liberia, colored physicians for, 284 
Light, heat, electricity and magnetism, 226 
Lithotomy, operation of, 423 
Lotvell (Mass.) bill of mortality, 64; dis- 
eases and mortality of the foreign popu- 
lation of, 369 . 
in 


France, 88 ; Indiana, 22; New York 
State, annual report of, 306; Massachu- 
setts State, 23; annual report of, 306; 
new hospital in Massachusetts, 66, 101, 
226, 346; in Pennsylvania State, 106, 
286; in Hartford, Ct., 465 

Lunatic, examination of a supposed, 345 


Maine Medical Association, 406 f 
Malpractice, suit for, 120, 247, 287, 424 
Mankind, types of, 285 


Massachusetts, Annual Register, 126; Col-. 


‘lege of Pharmacy, 147, 468; General 


Hospital, 184 ; Medical College, remon- . 


strance to the Legislature, 260 
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Massachusetts Medical Society, 386, 387 ; 
annual meeting of, 305, 323, 440; de- 
cision in the Supreme Court in the suits 
against the, 106; correction, 247; me- 
dical district societies, 46, 228, 248, 305, 


367, 368, 383, 526 . 
Medica and Therapeutics, Perie- 
8, 26 


Mattson’s (Dr. M.) pocket injecting in- 
strument, 266 

Medicine a State institution in Spain, 388 

Medical Jurisprudence, interesting case of, 
"286, 289, 307, 355 

Medical science and literature of 1853, 86 

Meigs’s (Dr. C. D.) work on diseases of 
the uterus, 124; of women, 345 

Mesmeric doctor, diagnosis of a, 404 

Mesmerism in arresting hemorrhage, 165, 
205, 214 

Middlesex East (Mass.) Medical Society, 
46, 367; South, 248 

Middle States Medical Reformer, 165 

Ministers and doctors, 188 

Minot, Dr. Francis, on the ventilation of 
house drains, 435 

Miscellany, Medical, 27, 47, 67, 87, 127, 
147, 167, 187, 227, 248, 267, 287, 307, 
327, 347, 367, 387, 407, 447, 467, 507 

Mitchell, Dr. 8. Specimen of entozoa, 62 

Monstrosity, case of,-488 

Mortality, comparative, of different cities, 
345 ; of the foreign population of Low- 
ell, 369 ; of Providence, R.I., 148; of 
Boston, Ad of Philadelphia, 48; of 
Stamford Ct.), 28 

Mounds of the Mississippi Valley, 126 


Nerves, on the vital endowment of the, 
309, 474 

New Jersey Medical Reporter, 67 

New Orleans, Charity Hospital statistics, 
348; epideniics of, 123; Medical News 
and ‘Hospital Gazette, 164; Medical and 
Surgical Journal, 245 ; yellow fever in, 

205 

New York, Homeopathic Medical Society, 
288 ; hospital for females, 384; mortali- 
ty in 1853, 442; school of: practical me- 
dicine, 346; State medical convention, 
345; new hospital in, 324; deaf and 
dumb in, 67 

Nichols, Dr. Joseph, memoir of, 98 

Norfolk (Mass.) District Medical Society, 
368 


North, Dr. M. L. Popular treatment of 
cholera, 496 


(Esophagus, foreign substance in the, 389 
Olea Europea, in fever and ague, 228 
Ophthalmoscope, the, 220 

Orthopeedic practice, 226 

Os uteri, treatment of rigidity of the, 455 
Ovum, blighted, case of, 354 


Paracentesis thoracis, performed four times 
on the same person, 69, 361 

Paris, new general hospital in, 448 

Parks, Dr. Luther. Translation of M. 
Valleix’s lectures on di ts of 
the uterus, 269, 334, 412 

Parotid gland, protrusion of a portion of 
into the mouth, 525 

Patronage, medical, in Europe and the 
United States, 44 

Penn Medical University, 207 

Penobscot Co. (Me. ) Medical Association, 
166 

Pennsylvania, hospital for the insane, 105; 
State lunatic asylum, 286; medical de- 
— of Penn. College, 488 

Massachusetts College of, 468 

Phelpe, recog Abner. Remarks on a case 
of compound fractures of the leg, 73 

Philadelphia Medico-Chirurgical College, 
206; mortality in, 48, 505 

Phrenologieal Journal, 507 

Phthisis, inhalation and other treatment 
in, 31, 44, 65, 245, 392, 489, 515, 518 

Physicians, black list, 405; fee table, 125 ; 
hardships of, 388; prescription paper 
for, 524; to public institutions, 244 5 . 
not sceptics, 601 

Pillow drinking tube, 444 

Pills, large doses of, 204 


Pill-swallowing, extraordinary case of, 


428 

Pitt, Dr. W. Case of cholera in Boston, 
426 

Placenta previa, notice of a ease of, 469 

Plants, medical, active properties of, 264 

Plymouth (Mass.) District Medical Socie- 
ty, 526 

Plympton, Dr. A., death of by cholera, 
426 


Pneumonia and ruptured diaphragm in a’ 


horse, 197 
Poisoning, case of, 266; by aconite, case of 
J. Hendrickson, 285, 289, 307, 355 
Practiee, medical, first years of, 129 
Prizes, medical, in France, 288 
Procidentia uteri, case of, 80 
Providence, R. I., mortality of for twelve 
years, 148 
Puerperal convulsions, 371; fever, 94 
Pumpkin-seed oil, manufacture of, 108 


Quackery, discouragement of, 125 

Quack festival, an address, 24 

Quack medicines, connection of druggists 
with, 340 . 

Quacks and nostrums, recommendations 
of, 145 


Quinine, consumption of in the United . 


States, 323 


Rabies in animals, 17 
Ranking’s. half-yearly Abstract, 67 
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Rattlesnakes, 432; iodine an antidote tothe 
poison of, 328 ; from the bite 
of, 258 ; treatment of the bite of, 420 


Religio-Medicorum, 501 

Remonstrance of the Faculty of the Mas- 
sachusetts Medical College to the Legis- 
lature, 260 

Reply to the remonstrance of the Faculty 
of the Massachusetts Med. College, 261 

Respirator, new, 468 

Retroversio uteri, caused by an enlarged 
spleen, 181 

Re-vaccination, importance of, 207, 278 

Rheumatism, aed and sciatica, 143 

Rhode Island Medical oe 406 

Richardson, Dr. W. H. Case of re- 
tained feces, 277 

Ricord, M., sketch of, 528 

Robbins, Dr. Amatus, death of, 486 

Rock, Dr. J. 8. Dental education, 386 

Rodgers, Dr. M. M., on medical reform in 
Rochester, N. Y., 135 

Root, Dr. J. P. Plaster of Paris in spas- 
modic asthma, 33 

Roux, M., sickness and death of, 145, 268 

Russian savant, visit of a, 205 


San Francisco (Cal.) Medical Society, 288 

Sanitary laws, 103 

Scarlatina, inunction in, 36; in Massa- 
chusetts in 1852, 86 

Scirrhus of the breast, operations for, 178 

Schools, medical, 443 

Scott, Prof. Wm. J. Letter to Dr. 8S. A. 

ight on the circulation of the 

blood, 199 
Scrotal sac, electric » 366 

Secale cornutum, use of in hemorrhage, 
100 

Serpents, on the venom of, 431 

Shattuck, Dr. G. C., death of, 167; lega- 
cies of, 204 

Shoulder presentations, 285 

Sickness abroad, 426 

Slade, Dr. D. D., on rabies in 17 

Smallpox, at Belfast (Me.), = 160; in 
cities, 45; among the Indians, 346 ; in 
New York, 248; ence of, 384 

Smith, Dr. Gideon -, on the use of brew- 
er’s yeast in puerperal fever, 94; on 
habitual constipation, 111 

Snake, alcohol for the bite of a, 526 

Soda drinking in hot weather, 386 

Specialties, 405 

Spirit-ra ing, 187, 395; mania of, 364; 
in the U. S. Senate, 2 64 

Squire, Dr. pm on the evidence of Dr. 
Swipburne, i in the case of 


Starch found in the human brain, 505 
Starvation and death, vol ae 
Stephenson, Dr. John G. 
Stephe Dr. M., of Ni York, 
henson, ew pro- 
fessional compliment to, 286 
Stone, Dr. A., on the treatment of hip- 
joint disease, 75 
Strafford (N. H.) District Medical Meet- 
ing, 68 
Suffolk (Mass.), District Medical Society, 
167, 228, 305, 463; discussion on con- 
sumption by, 383; resolutions of, on 
the death of Dr. George C. Shattuck, 


185 ‘ 
Sullivan, Dr. John L. Jr. Cases of labor, 
258 


Summer sickness, 
Surgery, science and art of, 344 
Syphilitic diseases, 624 


Teeth, artificial, improvement in, 524 
Tetanus, traumatic epidemic, 315; cases 
reported as cured, remarks on, 235; use 
of chloroform in, 134 

Tharp, Dr. J. Case of retroversio uteri 
Thayer, Dr enry. Colloid of the 
rectum, 480; lodgment of meat in the 


Toothache, cured by emetics, 428 


Tracheotomy, two cases of in ep: » 46 
Tracy, Dr. D.S. Case of bli ovum, 
354 

Tremont Medical School, 187 
Tuberculosis, pulmonary, 524 


Turkey and the Turks, 385 

— hospitals, crowded state of the, 
34 

Twins, case of a full grown child anda 


of in the urine, 69 

Uterine diseases, 26, 105, 448 

Uterine displacements, M. Valleix’s lec- 
tures on, 269, 334, 412 : 

Uterine hemorrhage, injection 
403 

Uva ursi, as an ecbolic, 128 


Vaccination, in England, 428; without 
punctures, 228 d 


made, 83 
Reform, medical, in Rochester, N. Y., 135 
cesophagus, 389 
Thompson, Dr. J.E. Epidemic traumatic 
tetanus, 315; case with hydrophobic 
symptoms, 433 
Tie douleureux, obstinate, operation in, 88 . 
: Typhoid fever, case of, 58 ; 
Typhus fever, treatment of, 88 ; 
Ulcers, treatment of, 308 
Union College, anniversary at, 466 
Urea, method of determining the quantity . 
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‘ Vaginal adhesion, operation for, 402 
Venereal affections, iodide of zine in, 342 ; 
Vidal on, 85 

* Ventilation of house drains, 435 

esico-vaginal fistula, case of, 471 
Virginia Medical and Surgical Journal, 
¥ 887; Stethoscope, 86 


‘Waldheim, Dr., death of, 108 

War, chances of, 263 

Warren, Dr. J. C., on fossil impressions, 
844; on the ation of health, 285 


; ‘Weather i in the Baltic, 368 

Welch, Dr. Archibald, biographical sketch © 
189 

‘Wells, Dr. David A. Case of medical ju-. 
risprudence—poisoning by aconite, 289 

“Wheelock, Dr. Albert T., on smallpox in 
Belfast, Me., 160. 


Whiting, Dr. L. E. Case of recovery from 
the bite of a rattlesnake, 258 

Wild men, exhibition of in Boston, 523, 

Willard, Mrs. Emma, on the motive power 
of the circulation, 30° 

Wilson, Dr. E. T. Hemorrhage after the 
extraction of a tooth, 280 

Woman, the change of life in, 54, 349 

Wood, Chas. M., V¥. 8, Pneumonia and 
ruptured diaphragm in a horse, 197° 

Wylie, Sir Charles, death of, 267 


Yale College, annual examination at, 48: 


medical institution of, 407 


Yellow fever i in New Orleans, 206 


Ziegler, Dr. George J., on glucosis and i its 
— 209 
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